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first so shy of him, and made so many roundabout
cautions when I first spoke to him.

When he had written his case down, and given it
to the magician, the doctor asked him if he could
not leave the paper with him, and come again in
two or three days ? The inquirer seemed uneasy at
that, though he did not directly say no; but the
doctor perceived it; Well then, said he, are you
willing to stay here with me about eleven or twelve
hours, and sit up all night ? The man looked ear-
nestly at roe, as if it had been to ask me whether he
should venture to stay all night, but withal looked
a little frighted too.

The doctor seeing him look at me, as if he would
ask my advice, turned to me, smiling at the man's
backwardness.

Sir, says he, I perceive you must decide it; lie
seems a little frighted, I don't know at what.

Sir, says I, smiling, I believe he is afraid the
candles will burn blue.

Ay, says he, you see the reason why the good
spirits have left off conversing with mankind; and
you see how we that are men of art, and who have
studied the sacred sciences, suffer by the errors of
common fame; they take us all for devil-mongers,
damned rogues, and conjurers.

It is very true, sir, said I, I see it now; he is
afraid, in short, that you will raise the Devil.
With that he turns to the man; Hark ye friend,
says he, are you afraid to stay all night? speak
honestly, if you are, and tell me so.

Why, sir, says the man, I can't say but I am a
little uneasy about it, though I don't know at what,
for I an't very apt to be afraid of sights, not I. With,
that I put in a word to my companion; Why cousin,
says I, if you are uneasy about seeing any strange
sight, or hearing anything uncommon, what did you
come to this gentleman for? you know very well